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ABC of Kentucky-!Indiana 
AEG-Telefunken 
AEI Scientific Apparatus, Ltd. 
AGA, Aktebolag 
AMF Health Systems, Inc 
AMI Medical Equipment 
AMR International, Inc. 
ATL Dental 
Abbott Laboratories 5,19,21,38,61,70,90 
91,96,106,114,116,122 

128,144,157,171,176,200,205 
Abbott Scientific Products 
Acculab Supplies 
Ace Bandage Co. 
Acme Cotton Products Co., Inc. 
Acrylic Optics 
Adaptive Therapeutic Systems, Inc. 
Advance Chemical 
Advance Medical Sciences, Inc. 
Aerograph 
Aerojet-General Corp. ..... 22,54,102,167 
Aetna Life & Casualty Co 6 
Affiliated Hospital Products ...30,75,126,180 
Affiliated Hospital Supply 28 
Affiliated Medical Research, Inc 

102,142,167 


Ailtech 

Ainsworth, Inc. 

Air-Kleener Corp. of America 


May 10 24 
May 24 


June 21 26 
27 (Index) 


July 5 


‘Airborne instrument Laboratories .... 173,200 
Airco, inc 22,70,116,180 
Air Products & Chemicals, inc. ........ 22,70 

126,180,194 


22,70,116,156,163,167 
Alabama Oxygen Co., Inc 14,54,99,116 
167,170 
Alcon Laboratories, Inc. .......... 5,8,12,29 
38,43,77,102,142,190 
Alden Care Enterprises, Inc. 70,92 
102,142,150 
Alden CATV, Inc. 
Alden, (Glen) Corp 
Aldrich Chemical Co. 
Alembic Works 
Alexa Group 
Allergan Pharmaceuticals 


Allied Chemical! Corp. 

Allied Investments 

Allied Medical Corp. ............... 66,163 
Aloe Scientific 

Alphamedics Manufacturing Co. 
Alpine Geophysical Associates 


...7,15,68,69 


Alza Corp 
Ambac Industries, Inc. 


83,92,157,186,196 
46,70,116,118 
144,171,195 
Amedco, Inc 
American Biologics Corp. 
American Biomedical Corp. 
70,77 ,80,126,131,165,166,180 


185-192 
193-200 
201-208 
209-216 


November 22 

December 6 
December 20 
December 31 


American Blood Components, Inc. 
American Care Centers 
American Chain & Cable Co 
American College of Radiology 
American College of Legal Medicine 
American Cyanamid Corp. 13,30,40,52 
70,83,106,116,149,156,165,168,171 
American Dental Association 
American Dental Supply Corp. 
American Health Foundation 
American Health Services 
American Heart Association 
American Hoechst Corp. ............ 20,144 
American Home Products Corp. 
85,114,116,166,171 
American Hospital Supply Corp. ..... .4,30,36 
56,58,64,70,97,98,104,114,128,130 
131,133,146,147,164,170,171,172,176,195 
American instrument Company .60,61,95,146 
American International Trade Inc. 
American Medical Affiliates 
75,167,190,195 
American Medical Building Guild 


American Medical Corp. ............... 171 

American Medical International, Inc. 
21,23,27,28,54,55,111,152,180 

American Medical Services ....46,75,126,190 

American Medical Systems 

American Medicorp Inc. . 14,23,30,75,126,180 

American Monitor Corp. ..... 61,126,142,172 

American Optical Corp 

American Public Health Association 

American Red Cross 


155,171 

126,171 
an 


American Research & Development Corp... .20 


American Science & Engineering .......... 
American Seating Co. .......... 126,152, i80 
American Sterilizer Co. ....2,38,67,75,99,106 
116,132,163,180 
American Urologicals Inc. ............... 66 
24,52,69,118,140 
59,108 
Anderson Power Products, Inc. ........... 99 
Angelica Corp....... 28 ,46,87,90,128,142,190 
Appalachian Computer Services, Inc. ...... 84 
Applied Health Services, Inc............. 118 
Archon Pure Products ........... 70,126,171 
58,111 
Armour-Dial Inc. .......... 30,58 ,75,111,134 
Artek Systems Corp. ........ 60,130,142,146 
Asahi/Carl Zeiss Trading Co. ........ 109,151 
Asohi Optical Oe. Ltd. 109,151 
Ashbourne Investments ................ 109 
Associated Baby Services............ 86,102 
Associated Biomedic Systems, Inc. . .15,46,159 
Associated Hospital Service of Arizona iC 
Associated Laboratory Services, inc. ...... 179 
Astra Pharmaceuticals A.B. . . .14,85,92,93,170 
170 
Atlas Chemical Industries, Inc. ........... 19 
Auto-Data Computer, Inc................ 87 
Autochem Instrument A.G........... 95,151 
Automated Medical Labs, Inc............ 167 
Automated Medical Systems ............. 60 
Automatic Data Processing, inc. ....3,100,197 
Avnet Corp. 30,123,133,152,183,190 
—B-— 
taductries, ine. 5,14,62,100,159 
BBD&O International .......... 109,167,196 
Baird-Atomic Inc. ..... 22,47,75,116,118,190 
Baker (J.T.) & Co. ... .5,52,62,76,140,150, ee 
Baker, (Chester A.) Laboratories, inc. ....... 
Banner Gelatine Products ............... 22 
Barco of California .......... 15,38,152,171 
Bard (C.R.) & Co. .. .35,38,62,77,116,155,180 
Barnes Engineering Co. ..... 30,67,75,142,180 
Barnes-Hind Pharmaceuticals . . . 38,75,142,180 
Barry-Martin Pharmaceuticals ........ 54,167 
Batik Wine & Spirits, inc. ............... 37 
Battelie Memorial Institute ......... 156,183 
Batten, Barton, Durstine & Osborn, Inc. ...150 
Bauech @ Lomb... 4,19,22,35,40,43,51 
60,75,83,110,116,125,171,182,192 
Bausch & Lomb Optical Co., Ltd. ........ 192 
Baxter, Gurian & Mazzei, Inc. ........... 134 
30,40,60,61,62,75 
95,97,98,106,115,116,122,180,194,200 


Beckman Instruments . 5,22,24,27,47,61,64,70 
75,80,85,96,119,124,142,152,154,162 


171,183,186 
Beckman Instruments Process S.A. 119,124,130 
Becton, Dickinson & Co. ....... 4,22,37,53,70 


76,77,99,106,108,115,116,123,127,132 
154,176,186,189,190,192,195,196,203 


Beecham ......... ..... 4,16,19,37,109,119 
Beecham Group Ltd. ............. 85,87,190 
138 
Beehive Medical Electronics ........ 116,167 
144 
Beli and Howell Co.............. 91,176,180 
Belmont Hills Psychiatric Hospital 66 
{210] 


Belvac International industries, Inc. ....... 92 
102,142 
Bentley Labs Inc. ..... 70,71,78,102,144,159 
Bergen-Brunswig Corp. ...... 7,21,54,102,171 
Berkeley Bio-Engineering ......... 84,98,167 
Berkeley Scientific Laboratories ........ 2,36 
43,118,132,147, 
Better Built Machinery Corp. ............. 
Beverly Dental Ceramics, Inc. ........... iso 
Beverly Enterprises .......... 23,38,62,78,80 
99,126,128,180 
Beverly Palms Rehabilitation Hospital .... . 150 
Bialeks Medical Arts Pharmacy, Inc. ...... 206 
139,142,183 
Bie-Derivatives Carp. .. 7,29,159 
7,76,78,111,115 
131,141, 167, 173,178,186 
Bio-Logics Systems, inc. ............... 138 
Bio-Med Information Systems, Inc. ....... 184 
Bio-Medical Electronics ............. 91,170 
Bio-Medical Gcionces, inc. 157 
Bio-Medicus Rembrandt Corp. .......... 176 
80,135,160 
Biochenics: Date Corp... 43 
Biochemical Procedures................ 149 
Biofeedback Research Institute, inc. ...... 158 
Biomatics Instrument Corp. ............. 69 
Biomedical Computer Services, Inc. .. 101,183 
Biomedical Development Corp. ...... 102,142 
Biomedical Industries, Inc. . 46,102,171,190 
Biomedical Resources Corp. ...... 4,42,62,77, 
82,142,165,179,199 
Biotoxicological Research Laboratories, 
188 
Birtcher Corporation ....... 54,70,84,116, = 
86,142, 199 
Block Engineering, pe 6,54,135,159 
Blood Bank Management Corp. .......... 123 
Bluefield Supply Co. ............ 70,116, eo} 
Boehringer Mannheim ...... 
Boehringer-Ingelheim Ltd............ 
Solar Pharmeceuticels .............. 15,102 
BSoiding (John) Gons........ 109 
Boit Beranek & Newman...... 30,78,142,180 
16,19,109,119 
Booz Allen Applied Research ........... 22, 
Booz Allen & Hamilton inc. ....... 22,78,126 
Borg-Warner Corp............ 38,78,107, = 
Boro Dental Medical Building ............ 
Bradford Computer & Systems 38,125.142.180 
Breck, McNeish & Nagle, Inc. ............- 91 
Bridge Plaza Professional Building......... 51 
Brinkmann Instruments, Inc.......... 5,14,27 
52,70,159,171, 
Bristol-Myers Co........... 5,22,36,70,75, 77 


116,130,146,149,165,171,182 
British Department of Health & Social 


Broemmel Pharmaceuticals ............. 134 
Brookline Instrument Co., Inc. ....... 54,116 
Brunswick Corp. ..... 22,62,116,131,164,167 
106 
Buccleuch Engineering, Ltd. .............85 


Buchi Laboratory Techniques ........... 194 
Buchler Instruments .............. 106,110 
Bunting SteriSystems Inc. ........ 78,126,190 
Burdett Oxygen Co. of Cleveland ......... 22 
87,116,171 
Bureau of Narcotics and Dangerous 
Burn Treatment Skin Bank, Inc. ......... 206 
22,147 
C.1.T. Financial Corp. ....10,118,126,171, 204 
Calbiochem .. .21,46,51,66,70,80,126,148,190 
California Bio- ‘Systems Laboratory 66 
Caligor Physicians’ & Hospital Supply 
Cambridge Instrument Group ............ 85 
Campbell Community Hospital .......... 150 
Cambridge Nuclear Corp. ......... 47,54,196 
Cambridge Scientific Instruments Ltd. ...8,85 
Camelot Retirement Home ............. 150 
30,67 
Camin Laboratories, inc. 11,67 
179 
27,76,132 
Care Maintenance Systems ............. 125 
Coreer Gwidence COrp. 103 
Carper Brothers Dental Laboratory . . 99,197 
Carter-Wallace Inc. . 22,42,102, 106, 126, 180 
Cedar Hills Psychiatric Hospital........... 66 
Cedars of Lebanon Hospital ............. 52 
Cenco Hospitals & Convalescent 
54,135,186 
Cenco Instruments Corp.......... 5,54,66,82 
86,126,159 
Central Pathology Medical Group, inc. ..... 28 
Century Convalescent Centers, Inc. ......... 6 
TRG. ues 38 87,135,171 
Chanco Medical Industries.......... 23,54,70 
111,116,152 
Charles River Breeding Labs, Inc. ....... 7,46 
102,159,179 
Charlotte Wholesale Drug ............ 62,80 
Charter Medical Corp. ......... 22,76,78,114 
123,130,135,195 
Chattem Drug & Chemical...... 7,62,116, = 
Chayes Dental Instruments Corp. ......... 
Chem-Tech Laboratories. i33 
Chemed 46,70,116,170,171 
Chemetron Corp..... 22,38,70,74,126,171,196 
Chemilab Instruments, Ltd. ............. 108 
Chesebrough-Pond’s, Inc. ............ 38,70 
103,116,171,206 
Chromalloy American Corp. ........ 46,66,78 
101,126,180, 182 
Cie Generale De Radiologie,S.A. ......... 67 
Circte Terrace Hoapital .... 150 


Clifford instruments ...............47,122 
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Clinical Assays, Inc 

Clinical Resources, Inc. 

Clinical Sciences, Inc. 

Clinique Cecil 

Clorox Co 

Coastal Dynamics Corp. .22,78,116,171, ‘196 

Cobe Laboratories, Inc...... 118, 126,142,190 

Coburn Optical Industries, Inc. ...... 139,142 
171,188,197 

Codesco, Inc 

Cogar Corp 

Coherent Optics 

Coherent Radiation .. 

Coie Pharmacal Co., 

Coleman 

Colgate-Palmolive Co. .. 55,78,82,116,171, ‘182 

Collaborative Research, inc. 

College of American Pathologists 

Colorado Sperm Bank, Inc. ............. 100 

Columbus Dental Manufacturing Co 


Columbus Pathology Laboratories, Ltd. 

Com-Comp 

Commercial Solvents Corp. . .19,22,78,126, 

Community General Osteophathic Hospital .76 

Community Health Corp. 

Community Health Facilities, Inc 
38,82,87,103,128,167,190, 195 

Community Hospital of San Diego 

Community Medical Center 

Community Psychiatric Centers 

66,103,111,150, 171 .206 

Comprehensive Health Systems 

Compucare, Inc. 

Computer Automation 

Computer Based Systems, Inc. 

Computer Communications, Inc 

Computer Communications Network, 

Computer Instruments Corporation 

Computer Requirements, Inc. ...........-. 82 

Computers For Medicine 

Computor Instruments 

Concept, Inc 

Consolidated Dental Services Co. 

Consolidated Medical Industries, Inc. 

Consurgico Corp 

Consyne Corp 

Contact Lens Consultants, Inc. 

Continental Care Centers, Inc 


Continental Drug 
Continental Pharma (Canada) Ltd. 
Continental Telephone Corp. 
Contra-Cept Corp 
Controet Gate Corp. 10,32,38,45 
70,76,125,126,171 
Convalariums of America 5,22,116,142 
Cook (N.B.), Ltd. 
Cooke Engineering 
Cooke Instruments AG 
Cooper Laboratories .. .5, 
Coral Gables Hospital 
Corbett (Frank J.), Inc 
Corbin- Farnsworth 
Cordis Corp. . 24,30,61,82,87,152, 188, 199 
Corneal Sciences, inc. 198 
Corning Glass Works . . 3,11,22,27,63,64,68,77 
102,115,118,122,149,154,156,165 
170,171,172,173,195 
Corometric Medical Systems 
Corporate Enterprises, Inc. 
Corpus Christi Medical Supply Co. 
Coulter Electronics 4,27 ,50,59,61,74 
76,84,94,95,123,131,140,164,172,173,184 
Crane Bio-Medical Instruments 
Creative Socio-Medics Corp. 
Crile V.A. Hospital 
Cro-Med Bionics Corp. 
Cryogenic Engineering Co. 
Cryogenic Technology, Inc 
Cryosan, Ltd. 
Cummins (John) Pharmaceutical Co., Inc 
Cunningham Registry for Nurses 
Curtin Scientific 64,164,173, bev 
Curtis Nuclear Corp. 
Curtiss-Wright 
Cutler-Hammer inc. .. . 22,70,116,171,173,200 
Cutter Labs 21,22,70,116,151,171,176 
Cyclotron Corp. 8,37 ,46,78,142,149,199 
Cyprane, Ltd. 


116,118,171 
162,187 


Dade Reagents 

Daimex 

Dalin Pharmaceuticals, Inc. 
Dallas Surgical 

Dalfons Instruments 
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Damon Corp 4,5,13,14,22,27,28,42,50 
59,61,70,77,84,94,96,99,115,116,128 
131,134,138,140,143,144,165,172, 
174,186,187,190,206 
Daniels (Robert) & Co. 
Danker & Wohlk, Inc. 
Dann, (The) Co. 
Dart Industries 
Data Display Systems, Inc. 
Data General 
Data Instruments Co. 
Datascope Corp. 
Davies (Ralph K.) Medical Center 
Davis & Geck 
Davis-Dyar Oxygen Co. 
Davis-Dyar Supply Co. 


52,83,149, 189 


Del Amo Psychiatric Hospital 

Dellen Enterprises 

Deltakos/J. Walter Thompson 

Deltronics 

Den-Tal-Ez, Inc. 


Dent & Hellyer 

Dental Communications, Inc. 
Dentalloy, Inc. 

Dento Dynamic Systems, Inc. 
Dento-Med Industries, Inc. 
Dentsply, International 


Denver Chemical Manufacturing Co. .. 
Deseret Pharmaceutical Co., 
111, 116,167,192, 206 
Desmo Chemical Corp. 
Desmo International Corp. 
Detar Hospital 
Devices Implants, Ltd 
Dewey Electronics 
Diagnostic Data, Inc 
Diagnostic Lab, Ltd. 
Diagnostic Sciences, Inc. ..... 72,102,138,165 
Diagnostic Technology 1 
Diagnostics, Inc. 
Dialysis Equipment Corp. 
Diamond Shamrock Corp. 3,22,76,116,165,171 
Diatek, Inc. 
Dickinson (R.G.) & Co. 
Difco Labs 
Difco Labs, Ltd. 
Digital Equipment Corp. ........ 20,22,32,36 
59,78,96,142,180,190 
Dikewood Corp. 
Direct Dental Supply Co. 
Disposable Research Industries, Inc. 
Distillers Co. Ltd. 
Diversified Medical Labs, Inc. 
Diversified Technologies, Inc. 
Dixon Industries 
Dixon Medical Products 
Dome Laboratories 
Dooner Labs, Inc. 
43,46,70,102,107,116,171 
Dosapro-Milton Roy S.A. 7 
Dosimeters, Inc. 
Dougherty Brothers 
Douglas Pharmacal Industries, Inc. 
Dow Chemical Co 11,30,53,77,78,93 
106,135,154,155,171,173 
Dow Chemical Financial Corp. 
Dow Chemical Investment & Financial 


Dow Corning Corp. 

Dow Diagnostics 

Dow Pharmaceuticals 

Down Ventures Investment & Finance Co. .. 
Duke University Medical Center 

Dun & Bradstreet, Inc. 

Dunegan Corp. 

Durr Fillauer Medical, inc. 

Dynacon Research Systems 

Dynalab Corp 

Dynapol, Inc. 

Dynasciences Corp. .... 21,27,78,107,124, +73 
Dynatech Corp. .. .61,71,102,124, 127,176,190 
Dynatech Cryomedical Co. .............. 29 


E.G.&G. 
E.!. DuPont 


. .20,29,54,67,78,116,138,166,167 
4,13,22,29,40,43,70,94 
95,116,141,160,171,174,186 
E-M Laboratories 
EC! Industries 


ESB Medcor, Inc. 
Earl Maynard, Ltd. 
Early American Industries 


Eastman Technology, Inc 
Eastman-Kodak Co 5,39,52,70,106 
116,125,148,154,167,204 


East/West Medical Products, Inc 


Eastway General Hospital 

Eberline Instruments 

Eckmar Corp. 28,70,87,120,142, = 
Economic Models 

Edgerly (J.W.) & Co. 

Edizioni Scientifiche 

Educational Communications Co. 

Educor, Inc. 

Edwards Dental! Supply 

Edwards Industries, Inc. 

Ehrenreich Photo Optical Industries, 

Camino Hospital 

Electone, Inc. 

Electro Medical Systems, Inc. ..... 83,146,156 
Electro Optical Systems 

Electro-Care Industries 

Electro-Catheter Corp. 

Electro-Data, Inc. 

Electro-Dent, Inc. 

Electro-Med Health Industries, Inc. 
Electro-Nucleonics, Inc. 


Electro-Vision, Inc. 

Electrodyne 

Electromedical Engineering 

Electros, Inc 

Electronic Associates, Inc 

Electronic Management Services 

Electronics Leasing Corp. 

Electronics Sensing Products, Inc 

Elgin National Industries, Inc 

Elizabeth Arden Sales Corp. 

El Kay Products, Inc. 

Elkins Institute, Inc. ......... 54,78,142,199 
Orug Co. 111,128 
Elmed 

Elscint, 

Elscint Instrument Co. Ltd 

Emergency Care Research Institute 

Telephone Assistance, 


Endevco 

Endion, Inc. 

Enviro Med Corp. 
Environmentals, Inc. 


43,46,67, 159 
3,199 
Erma Optical Works, Ltd. ........... 59,204 
Ernst Leitz GMBH 
Essilor International S.A. 
Esterline Corp. . 7,28,46,66,102,103 

124,142,206 
Ethicon 
Ethy! Corp. 

Everest & Jennings International 


Evsco Pharmaceutical Corp. 

Executive Health Examiners 

Extendicare Canada 

We... .. 7,39,54,99,102 

Extracorporeal Medical Specialties 


6,58 ,67,84,122,141,149 

Factor (Max) & Co. .. . 46,87,106,135,146,186 
Fairchild Industries 2 
Family Dental Medical Building 
Family Medical Care, Inc. ............ 20,93 
Faraday Labs, Inc 102,142,148,157 
Farbenfabriken Bayer AF 
Farmitalia 
Farrand Optical 
Federal Scientific Corp 


Fiberbond Corp. 

Fibre Optics Industries, Inc. 

Field Instruments Co. Ltd. 

Filac Corp. 

Fine Organics, Inc. 

Finevest Services, Inc. 

Finnigan Corp. 139,142,199 

39,71,72,102,171, 

First National Finance Group Ltd. 

Fischer & Porter 

Fischer-Murray, Inc. 

Fisher Scientific Co. ,30,61,62, 
70,106,116,171 
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...-. 
111 
78,116,171,176,195 

. ... 38,67,78,126 
146,178,179,180 
114,135,180 
127,180,194 
142,199 


134 
68 
Flagg Industries, Inc. ........... 5,46,51,111 
155,159,171 
Florida Medical Plan, Inc. .............. 100 
Flud Dental Laboratory ................ 55 
Foi Medical Instruments ........... 135,139 
Food & Drug Research ........-...405: 159 
Foremost Industries .............. 55,58,91 
Foremost-McKesson, Inc. ....... 11,22,29,64 
87,127, 156, 164, 
Forenade Fabriksverken 
Forest Laboratories, Inc. .... 
159,171 
Fort :ioward Paper Co. ..... 30,46 ,70,116,171 
Foster Brothers Manufacturing Co. ....... 176 
Four Seasons Nursing Homes of 
Frawley Enternrises, 120 
Frederick Cancer Research Center........ 107 
22,36,40,58,70 
83,120,135,171,206 
Fuji Photo Film Co. Ltd.......... 19,160,199 
7,63,102,171 
Fugua Industries, Inc. ........ 62,90,116,180 
Gamma Process Co. inc. .......... 21,78,171 
133 


Geiman Instrument Co. . . .4,.47,54,59,61,64,87 


108 ,110,115,159,183 


General Electric Co. ....... 39,45, 66,149,167 
183,189,205 
General Health Services ......... 11,21,22,70 
116,127,166,199 
Genera! Kinetics, Inc. . 4,37,46,78,180,197 
General Medica! Corp...... 5,11,30,36,87,124 
130,135,155,190,203 
Genera! Research Corp......... 22,67,78,100 
142,154,180 
General Science Corp. .. . -2,76,118,150,170 
General! Tire & Rubber Co. 20,29, bier 
Generale De Radiologie Cie ............... 
Generale Occidentale,S.A. ............. isa 
Generics Corp. of America .63,87,135,190,196 
Genetic Laboratories, Iinc........... 100,182 
Gentes Hosptial Gupply . 164 
94,172,173 
120 
Geriatric & Medical Centers....... 22,159,171 
7 ,30,78 83,92,135 
Gilford instrument Laboratories, 
167,189,198,199 
Gilpin (Henry B.) Co. ....... 70,102,111,128 
167,199 
Giene Group, Ltd. 16,19,37,54,109 
Glaxo Laboratories ........... 
Globetrotter Communications, Inc......... 90 
Gold Medallion Corp. ........ 22,51,83,87,92 
152,180 
Goiden Age Medical industries .. .102,135,142 
Golden State Health Centers ............ 142 
Goodrich (B.F.) Company ............ 11,21 
Gordon Lemess . 179 
Gould, inc. ... . 5,22,78,106,135,180 
Grace (W.R.) & Co. 46, 
Grand Island Biological Co.............. 108 
Grapiuc 46 78,127,180 
Great Lakes Medico Products ............- 43 
Great Western Optical Co., Inc........... 196 
Greyhound Corp. ....... 58,111,127,134, = 
Greylock 
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Griffin Laboratories ........ 36,40,58,83,120 
Group Economics For Medicine, Ltd. ..... 118 
Grumman Corp. .......... 35,39,87,135,191 
Grumman Health Systems ..............-. 35 
29,39,87,142 
99 
66,148 
Gulton Industries ........ 78,91,102,159,197 
Gulton Recorder Systems 91 
HMO International ............. 86,171, ae 
Haake Mess Technik GmbH ............... 
46 84,102 
Heer, (Frederick) Europe 119 
Halifax Engineering, Inc.............. 15,30 
Hamilton Manufacturing Co. ............. 58 
27,203 
124 
Health Advancement, inc. ............... 
Health Delivery Systems, Inc. ....... 155, 180 
Health Evaluation Systems ............... 
Health Facilities Developers .............. 
Health Information Systems, Inc. ........ 194 
Health Learning Systems, Inc. ....... 184,190 
Health Maintenance Center ............. 125 
Health Maintenance, 100 
82 
Health Screening Centers............. 70,72 
Health Technology Labs, inc. ........... 200 
Heaith-Chem Corp. .......... 63,78,127,180 
Health-Chem industries ....... 28 ,63,120,197 
Heinicke Instruments Co. ......... 46 ,62,102 
138,142,162 
Heisdorf & Nelson Farms, inc. ........... 28 
Moetene Leboratorigs ..... 154,183 
Hendol Medical Laboratories, inc.......... 
Henleys Medical Supplies Ltd. .......... 119 
Hensel Optical Industries, Inc............ 155 
22,7088 
Hewlett-Packard Co. ........... 22,39,69, 77 
87,142,148,183,199 
High Voltage Engineering Corp. ..... 39,78,99 
127,180,196 
109 
Hillenbrand Industries ....... 63,107,111,167 
Hitachi, Ltd. ... 19,39,64,69,131,132,151,190 
Hoffman-LaRoche.............. 95,198,200 
Holiday inn and Restaurant ............ 197 
107 
Hardwicke Companies 21 
111 
85 
Hastings Radiochemical Works, Inc. ....... 80 
Health Advancement, Inc. ............... 72 
Health Delivery Systems, Inc. ....... 155, 
Health Evaluation Systems ............... 
Health Facilities Developers .............. ro 
Health Information Systems, inc. ........ 194 
Health Learning Systems, Inc. ....... 184,190 
Health Maintenance Center ............. 125 
Health Maintenance, Inc................ 100 
Health Screening Centers............. 70,72 
158,159 


Home Hospital Supply 80 
Honeywell . 5,27, 30,63,96,107,117,147, 171 
Horwell (Arnold R.) Ltd. ...... 56,59,85,110 
Hospital Affiliates, Inc. ............ 22,87,91 
127,132,148,156,180,195 
Hospital Computer Center, inc........... 147 
Hospital Corp. of America....... 23,46,55,78 
90,127,150,156,163,180 
Hospital Development Corp. ............ 150 
Hospital Financial Corp. . .30,101,117,135,191 
Hospital Management Corp. ............ 195 
Hospital Mortgage Group ............... 15 
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